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pny may require a deposit to be made in advance by such temporary or
transient consumers to cover the cost of making the connection and the
probable water bill. (Filed, secretary state's office-August 4, 1937.)
11. New services.-Upon installation of any new service the Water
Company may make a charge of not more than .-..-.     --..............................- to
cover the cost of making a connection with its mains, installing the meter
and charge for water consumed at regular meter rates. The water com-
pany may require a deposit to be made in advance by such consumers to
cover the cost of making the connection and the probable water bill. (Filed,
secretary state's office-August 4, 1937.)
12. Stop and waste.-A stop and waste cock or cut-off valve must be
placed in the pipe line on the premises of the consumer to be used in case
of break, or other necessity, whereby pipes to be repaired can be cut off
without the necessity of using the street corporation cut off. (Filed, secre-
tary state's office-August 4, 1937.)
13. Meters.-All meters will be furnished by the Water Company and
shall remain its property and be accessible to and subject to its con-
trol. They shall be conveniently located at a point approved by the Water
Company, so as to control the entire supply, and when located on prem-
ises of consumer a proper place and protection therefor shall be provided
by consumer.
(a) Where water is furnished by a flat rate, the Water Company shall
have the right to install and maintain a meter to determine the puantity
supplied, and the consumer shall provide a suitable location therefor. The
Water Company shall have the right to continue the use of the meter,
and furnish water by meter rate only and consumer shall thereafter pay
the.meter rate schedule. The Water Company also reserves the right to
change from flat-rate service to metered service at any time.
(b) Meters will be maintained by the company, so far as ordinary wear
and tear are concerned, but damage due to freezing, where located inside
the building or cellar, or due to hot water, or external causes, shall be paid
for by the consumer.
The consumer shall notify the Water Company of any injury to or the
non-working of the meter, as soon as it comes to his knowledge.
(c) When water is furnished by meter, the quantity recorded by it shall
be conclusive on both the consumer and the Water Company, except when
the meter has been found to be registering inaccurately or has ceased to
register. In the latter case the quantity may be determined by the average
registration of the meter when in order.
(d) In case of a disputed account, involving the accuracy of a meter,
such meter shall be tested upon request of the consumer, in conformity
with the provisions of the rules and regulations of the South Carolina
Railroad Commission. In the event that the meter so tested. is found to
have an error in registration of three (3) per cent or more, the bills will
be increased or decreased accordingly, but in no case shall such a cor-
rection be made for more than sixty (60) days. (Filed, secretary state's
office-August 4, 1937.)


